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General Exception

The Insurers shall not be liable in respect of any consequence
of war invasion act of foreign enemy hostilities (whether war be
declared or not) civil war rebellion revolution insurrection or
military or usurped power

PROVIDED THAT the liability of each of the Insurers indi-
vidually in respect of the indemnity hereby granted shall be
limited to the proportion set against its name or such other
proportion as may be substituted therefor by memorandum
hereon or attached hereto signed by or on behalf of the Insurers.
SIGNED on behalf of the British Insurance (Atomic Energy)
Committee (hereinafter referred to as " the Committee ") which
is duly authorised by the Insurers.

THE SCHEDULE

Policy No.

The Insured:    Name

Address

The Premium:

The Site:         The Nuclear Installation and all  buildings  premises

and  properties  used  in  connection  therewith  situate

Periods of Insurance:  (a)   From:                         To:

both dates inclusive

(b)   Any   subsequent   period   for   which   the
Insurers shall  have accepted payment for

the renewal of this Policy

Description of the Nuclear Installation:
(as specified in the Licence)

Policy signed on:

Warranties

1      It is warranted that there shall not be

(a)    any change in the design specification or use of the
Nuclear Installation

(b)   any alteration in  the code of practice for  the safe
operation thereof unless it be admitted by memoran-
dum signed by or on behalf of the Insurers

2      It is warranted that the Insured shall take all reasonable
steps  to maintain  a  system  of monitoring  the  level  of
radioactivity

(On a basis to be agreed with the Insurers

in each particular case)

and shall keep an accurate record containing all particulars
relative thereto and shall at all times allow the Insurers
to inspect such record